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Jerry Osmalov 

Mary Sande-ford 

Virginia Panel Test V-4586 


04tc February 11, 197? 
Charge No. 2100 


Test Requester: 
Approved by: 


Paul Gauvln 

C7^ 

Aianage? 


Panel Makeup: ISO Cross Section 85mm Health Filter Smokers 

150 Cross Section 85mm Regular Filter Smokers 


Presentation: Paired Comparison 
Quantity: 

Control 

Red E7 750 packs 

Black T5 750 packs 



Experlmenta' 

Red T5 750 packs 

Black E7 750 packs 


Cigarette Descriptions: 

Control - Kent Golden Lights, Identified 


Expenmental - 5mg Candidate - Use X6D7CFW Blend, Use 

Cork Tipping. See P. Gauvin or L. Filosa 
for remaining specs. 


cc: R. Seligmaa 
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